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INSTITUTIONAL ANIMAL CARE AND USE COMMITTEE (lACUC). 


(jj) and has provided a written narrative description of the methods and sources, e g., the Animal \A/elfare Information 

Center, used to determine that atlernalives were not available 

■“’The written narrative descriptions in several protocols did not provide enough details to determine what methods and 
sources were utilized in determining alternative sources were not available. The description should indicate the source(s) 
utilized, keywords and the pei iod(s) covered by the search. 
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